A N N U A L REPORT* 

Upon  the  Uealth  and  Sanitary  Conditions  of 
DELFORD  RURAL  DTSTBiCT 
_fQi:_thQ_yeai!_ending_31at^_KaEeh_l242*_ 
STATISTICS. 


1.  Arenj  39? 9^9  acres o 

2.  Regi-strar-Seneral’ s estimate  of  the  Resident  Population(  1949) 

(MidYear)  - 4>'940» 

3*  Number  of  inhabited  houses  (end  of  1949) according  to  Rate 

Books  - 1780 e 
4*  Rateable  Value  - £26,054<‘ 

5«  Sum  represented  by  a penny  rate  - £101. 


VITAL  STATISTICS. 


Live  Births  a (Legitimate), 

( Illegitimate) 


Still  Births. 


Total, 


74 

2 


Mo 

41 

2 


3 2 1 


) Birth  '^atel5o4  . 
) 1^00  of  estimated 
) resident  population© 


Deaths® 


73  39  34  ) Death  Rat  e 14»7  per, 

) 1000  of  estimated 
) resident  populations. 


England  & V7ales  Birth  Rate  16.7  per  1000  Death  ^ate  llr,7  pei"  1000. 
Deaths  from  Puerperal  Caus'es©  Nil, 

Ueath  Rate  of  Infants  under  one  year  of  ago  ( Total  3) 

All  infante  per  1000  live  brn^hs  39 •5 

Legitimate  Infa.nto  poT  1000  legitimate  live  births..  40®5 
Illegitimate  Infants  per  1000  illegt . iivo  births  ..  Nil* 


Deaths  from  Cancer  (All  Ages) 9 

Deaths  from  Measles  (All  Ages) .Nil* 

Deaths  from  Vfhooplng  Cough  (All  Ages)  Nil* 

Deaths  from  Diarrhoea  (under  2 yrs)  ..Nil© 


PUBLIC  HEALTH  OFFICERS  OF  THE  AUTHOR.ITY, 

[ . 

I (pj  'kBDICAL, 

p*T  McuDonald,  MaDo  Ch*Bc(Edin)  , S'C  ^th  Dank^  Boif  ord* 

( i) " lAedical  Officer  o'f'4'7~  3>iTpart~t  ime’) 

(ii)  Medical  Oificer,  Boli  ievr  lastitutionj  Belford.  (part-time) 

(b)  OTHERS®  . . 

Sanitary  In  spector  & Surveyor  h Building  Surveyor,  - W , R , K IRK , M o 8 o I a A 
^ See.uank* , Seahoiises© 

Engineer  & Surveyor  in  chaj  go  of  Water  Sewerage  Undertakings  h 
Town  and  Country  Planning  IhUT"’ Arr anda re'',~"^ttTo’Hun eE.  ,M®Ro8,Io, 
Home~Tarm,  Belford. 

Registrar  of  Births,  Marriages  and  Deaths.  — Hrs®M,AyO,  Thompson 3 
riorsloy  House.  North  Sunderland,  Beahouses®' 


-1- 


SANITARY  CIRCUMSTAMCE3  OF  THE  AREA 


■OUPPLYe 


During  the  summer  holiday  period  there  were  shortages 
of  w'ater  at  Heahouses  and  Beadnell,  which  were  later  found  to  be 
due  to  one  or  other  of  th"^  follow: ngl- 


(a)  ' OSS  of  v/ater  at  Ellinyham  due  to  a leak,  xvhich 
owing  to  its  i 'iition,  was  not  discovered  until 
the  follovjing  year; 

(b)  Reduction  in  yields  of  the  Seahouses  Borehole  supply, 
v/hich  when  gauged  was  found  to  be  only  1,200  gallons 
per  hour  instead  of  over  4? 000  gallons  p^^r  hour; 

(c)  Defective  valve  on  the  Beadnell  supply  main. 


In  accordance  with  the  obligations  Imposed  by  the  Wa’cer 
Act,  1945>  Council  und.ertook  the  repair  and  maintenance  of  the 
existing  communication  pipes,  reinstituted  the  levying  of  a 
separate  water  rate,  and  also  revised  the  charges  for  non-domestic 
supplies . 

During  the  year  five  samples  of  water  were  taken  for 
chemical  analyses,  and  eight  samples  for  bacteriological 
examination,  and  the  Analyst's  Reports  stated  that  all  the  water 
supplied  by  the  Council  was  suitable  for  drinking  purposes. 


The  Council's  Consulting  Engineers  were  engaged  in  the 
preparation  of  the  District  Water  Scheme,  and  in  connection  with 
this,  four recording  meters  and  a gauging  box.  were  installed  by  the 
Council  on  the  existing  and  proposed  new  sources  of  supply,  and 
numerous  readings  and  gaugings  wore  taken  from  whi.ch  it  was 
ascertained  that  one  of  the  new  sources  could  not  be  reliod  upon 
and  that  the  yield  of  another  sourcca  was  found  to  be  less  than 
anticipated.  The  original  Scheme  thei-ef ore  had  to  be  amended 
by  the  Consulting  Engineers. 


A ir  port  was  received  from  a Financial  Advisor  that  the 
value  of  the  3a  iburgh  Wat  rworks  Undertaking  was  about  £8,000,  and 
the  Cornell  decided  to  apply  for  sanction  to  raise  a loan  for  fin- 
ancing the  purchase  of  this  supply,  wdilch  is  an  integral  part  of  the 
proposed  District  Water  Scheme 

The  llinistry  of  Health's  Engineering  Tnsoector  (Mr.  Spens  ) 
visited  the  District  and  inspected  the  existing  Water  Supply  System 
in  connection  with  his  survey  and,  report  on  the  North  Northumberland 
Water  Supplies i, 

Samplos  of  water  taken  from  private  sources  of  supply  wei;e 
found  in  two  cases  to  be  contamine ted.  In  Oi:e  case  the  fittin.g 
of  a cover  effected  a ure  In  the  other  c i.se  contamination 


vras  suspected,  to  be  from  sub-soil  drainage  of  a pasture  fieldo  T::i 
view  of' the  fact  that  in  the  Cr  ,.ncil  Schono  for  District  Water  Suppl: 
a main  is  to  bo  laid  ao.jacent  to  thj  propoi’ty  it  was  not  considered 
necessary  to  ask  for  a new  sripply.  The  tenants  of  th':-.  three  houses 
iupnlicd  by  this  source  were  v/ux'^ned  that  the  water  was  liable  to 
c ontanin-'-t ion  in  w et  wcatVier. 

Water  is  supplied  from  public  mains  to  houses  in  the 
f ollov; inm  Parishes 
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Nortki  Sunderland. 
Belf ord, 
Beadnell. 
iChathlll. 

^11 Ingham. 
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Sa/EIl/XIE  MID  SEITAGE  DISPOSiiL,. 

- ■ The  v/'crk  of  cTioconnGcti.ii{;;  the  dro.iiiG  fron  the  old  culverts 
otoo  ill  Bclford  raid  ro-comiGctinc  tlioii  to  tiio  nou  SGV.'Graco 
Syston  was  conplotod  durinc  tiio  year. 


iCAT  iiNl  OTHER  FOOD^. 

The  nuabor  of  shops  end  othor  prcr.iisGS  Tflioro  food  is  sold 
;'.r  proparod  within  in  the  District  arc:- 

Butchers  , . , . 7 

Bakers  (with  bakeries 

atto.ched)  ....  7 

Grocers  So  General  Dco.lGrs,,18 
Groencrocers  4 

Confectioners  8 

FishiionGcrs  1 

do, (with  vans  only)  ....  2 

Cafes  , • • a 4 

Hotels  , , . ,14 

Boardinp:  Houses  (50 

or  norc  beds)  ....  6 


Durinc  the  year  the  follo\.i  ns  itcas  of  food  have  been 
c ondcioned : - 

55-2'  ibs.  of  Bacon, 

18  Tins  of  coainod  Goods, 

26  Jars  of  Pickles, 
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C~Al'd'7  HOOD,  Copies  of  the  attached  Basic  Code  of  Practice  for 
ood  Handlcre  have  been  dalivered  to  all  pi-v^nlaes  ahore  food  is  'solda 
ne  oc-oporat j.on  offai’ec  Is  encouraGirgo 

The  Council  aG'cod  to  adopt  the  11  odd  Byclav/s  for 
.'ro.ppinG,  o.nc.  Delivery  of  Hood,  cud  application  is  being  nado 
to  the  Hiristry  for  confiiTiation, 


nCUcAi ; G • 


ITc-w  nous  os  Gonnloted  durino.  the  Hear 


By  neccA  Authority  .,,,  52  (Pernanent) 

By  Private  Hnterprise  IIIL, 

Xunber  of  defective  dv/elling  houses  rendered  fit  in  consequence 
of  infornal  action  « , 2^  ‘ 

8uoiDary  of  V/ork  effected  during  the  year. 

-rivles  ch dished  ....  56 

Priv;>'  ashpits  abdishcl  ....  32 

i.'ator  Closets  provided  ....  58 

♦ # • • 


Scuitary  bins  prodde. 


S^o-iiarr  of  Work  offootcd  du^cinr:  tho  (oontd, 


Scjiitary  bins  rcnc^Tcd 
ITovr  dr., ins  consti’uc  L-od 
Drc.ins  ropnirod 
Additional  c’ullics  provided 
Scullery  sink  provided 


« • • . B 
. ...37 
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.... oO 
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Yo.rds  r 

epaired  . , . , 5 

Hd  U S 11  :G  SURYEY, 

The 

preliminary  survey  of  all  houses  of  £20  Rate; 

Value  or  D.ess  y; 

as  completed  dui’ing  the  year,  A further  1,! 

houses  Y;ei'0  ins 

pected  and  classified  on  the  folloYi  ng  standa. 

Class  1. 

Houses  in  all  respects  fits 

Class  2, 

To  stoiidard  save  for  mi.ncr  repairs  o.hd/or 

provioion  of  bathroom,  Hr A C,  System. 

Clo.ss  5, 

BelcY/  standard  in  facilities  and/or 

rocuiring  moj  or  repair. 

Class  4^ 

T/orthg^  of  roc onditi oiling  0 

Class  5, 

Shou Id  b e c onderime d , 

Class 

Ho,  of  House. 0. 

1. 

410  " . 

2. 

199 

3, 

ISO 

4. 

194 

p: 

' • 

151 

lhd,.4. 

Attached’ is 
reaort  to  tho  Council, 


copy  of  the  Sanitary  Inspector’s 


HU'ilS  j.ipproved  during  tho  year  include 


Alterations  and  OLdditions  to  BeJeory  Seahpusos  Co-ou  Soc5'’,  Ltd 


Provision  of  V/,V,  drainao-e,  Beadneil  ~ Mr.  Svnainston, 

Additions  to  ’ house,  Ho.rbour  Road,  Beadneil  - Mrs,  Parkoi-, 

Pair  of  seeii -detached  houses,  Hai^bcur  Roo.d,  Boadiioll  - G'.BsChp.rlowoodc 
Provision  of  V/,C,  A drainaco,  Bolford  - 'H. Hunter , ' 

Provision  of  iT.C,  eo.drainacG,  Beadneil  -'H.V/atson, 

Addition  of  bedroora  to  cotta^^’o,  ' Bolford  -^McLaren  A .Co, 

Provision  of  bathroom  &■  17, C. , 'Host  Street', "Bolford  - R*'X)aid-.scho 
Alterations  A additions  to  IThite  Stian  Ilotol^ SoahoirseS  - ■C.Hu/jlios* 
Additions  to  2 cotto.ces,  17est  Street,  Bolfcra  - LmiTully  A,  Sons, 
Provision  of  '77, C,  A drainage,  ’Tidov/o.y*,  Beadneil  - E.Hhito, 

' at  Lod|'_,o,  Bern  bur 
Lord  Armstl  :nG, 

Zhi^^aln:  and  Garage,  Ilorth  Sunderland  - K, Glover, 

Provision  of  bo.throori,  V/sG,  A drainage^  Sout Aside,  - Duke  of  Horthld, 
Provision  of  scullery,  Hox'‘th  Rock,'  Beadneil  - Cr.A.RcbinG on, 

“It-. rations  to  Bambiirgh  Yicr.rago  - Rev.  S. P, J.Donno I '■  „ 
pr' ina.''0  at  Tyncly  " McL  ,ren  A Go. 

Provision  of  scitllery,  Monkshovon,  Soahousos  - P.Boecroft, 

Pro/isien  of  scullery,  17, C. 'A  drainage,"  11  Bcad.noll  - lUGlover. 


Provision  of  bath,  V7,C,  A drainage  etc,,  at  Lodge,  Bern  burgh  Castl'" 


Bij.:n:al  Horth  Sunderland  - Misses  D;  vidson. 


i-ixor-.-Oicns  to  17hite  S'wonl.'ar.enforO  - S.IMLav/scn, 

Bu  O'- .1' Toll  Field,  Bolford  -'T.Jobson. 

71t^i’''.ti ons  to  Ho.  0 Middletoh  - Grooin.Mch  Hospital  Estates  Ltd^, 
Alton  .ti ',..s  tw  1 cottages,  Suinhoe  - Grecin/ich  Hospital  Estates,’ 
Co.iVvjrsi . of  house  to  flats.  ^t.M''.ynoly  - McLaren  A Co, 

Additio:,  of  bedrooms  to  hou'^'o,  Hone  Farnj  Bolford  - McLaren  A Co, 
A''.';iti;n'i  of  ‘./^'.sh-houso  to  o latage.  East  Burton  - A.IIui.iphroys, 
A'diti'  . of  w'a.sh; -house,  HrnmJ'i  Sunde.rlrnd ' - T.Lindores, 
lavatory  ■ .ccorv.iodation  to  Fa.ctory,  Horth  Sundorla.nd  - Airtomp  Ltd, 
P'-'ovi.lon  of  bathroo.m,  V/.C.  'l/ostfiold  House, "Bel ford  - iL.Iiuiit^r , 
d ir  ;a.;.  .i-doto.chod  houses,  Ses..hm.ises  - Adam  Douglas  A Son, 
Pr.oisi.n  of  bathr'',  om  A 1,,  C, , Adderstono  Garage  - T.Drvidson, 

V batJ- ro;;ms , 17, C.  A drr.inago  to  2 cottagoc, Bolldi  ill  - 

H, Holly, 

ri,_.in'0'3ide,  B.lford  - Gray  A Paterson. 

Eo  .inoll  - '''.Glover, 


/i.;i 


1*), , 

U - 


'•'1  ' 
/isia. 


ooullcry,  xiortl..  i/i:ids. 


lohin 


Soahousos 
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The  Sanitary  Inspectors  Association. 


NORTHERN  CENTRE. 

Food  Hygiene — Basic  Code  of  Practice 
for  Food  Industries. 

Para  1 The  walls,  ceilings,  floors,  windows,  and  doors  of  every  room,  store, 
and  shop  wherein  food  is  prepared,  stored,  or  distributed,  shall  be  kept 
in  a proper  state  of  repair,  so  that  a high  standard  of  cleanliness  may  be 
maintained, 

Para  2 The  walls,  ceilings,  window  frames  and  doors,  shall  be  painted  or 
re-decorated  as  often  as  may  be  necessary  and  shall  be  so  washed  or 
cleaned  as  to  maintain  the  premises  in  a clean  condition  ; and  the 
windows  shall  be  kept  clean. 

Para  3 There  shall  be  adequate  floor  space  and  suiflcient  natural  and/or 
artificial  light  to  enable  the  various  processes  to  be  carried  out  in  a 
hygienic  manner. 

Para  4 There  shall  be  provided  adequate  means  of  ventilation,  and 
sufficient  ventilation  shall  be  maintained. 

Para  5 No  refuse  or  filth,  whether  solid  or  liquid  shall  be  deposited  or 
allowed  to  accumulate  on  or  about  the  premises,  and  all  floors,  yards 
and  passages  shall  be  kept  clean.  A sufficient  number  of  British 
Specification  Standard  Bins  shall  be  provided  and  maintained  for  trade 
waste  and  be  so  kept  as  not  to  be  a nuisance, 

Para  6 All  equipment  shall  be  in  good  order,  thoroughly  cleansed,  and 
maintained  in  a clean  condition.  Vehicles  used  in  connection  with 
food  distribution  shall  be  thoroughly  cleansed  and  maintained  in  a 
clean  condition. 

Para  7 In  cases  where  solid  fuel  cooking  appliances  are  used,  no  fuelling 
shall  be  carried  on  within  the  room,  and  no  stocks  of  fuel  for  this 
purpose  shall  be  stored  there,  except  in  the  case  of  existing  appliances 
where  it  may  be  impracticable  from  a structural  point  of  view  ; in  such 
cases,  sufficient  fuel  for  one  day’s  supply  shall  be  stored  in  a suitable 
covered  receptacle  (e.g.  coal  bunker)  and  such  receptacle  shall  not  be 
refilled  whilst  cooking  operations  are  in  progress. 

Para  8 There  shall  be  provided , in  a readily  accessible  position,  a sufficient 
number  of  fitted  wash-basins  and/or  sinks  of  a type  suitable  for  the 
purpose  required,  and  provided  with  sufficient  and  constant  piped 
supph',  under  pressure,  of  hot  and  cold  water. 


Para  9 There  shall  also  be  provided  adequate  supplies  of  soap  and  nail 
brushes,  together  with  clean  towels,  or  other  approved  methods  of  hand 
drying,  for  the  use  of  the  persons  employed. 

Para  10  Adequate  sanitary  and  washing  accommodation  for  the  sexes  shall 
be  provided  and  maintained  in  an  efficient  and  clean  condition. 

Para  11  No  sanitary  accommodation  or  dust  bin  shall  be  within  or 
communicate  with  the  rooms  other  than  by  means  of  a ventilated  space, 
fitted  with  self-closing  doors,  or  be  so  placed  that  offensive  odours  can 
penetrate  in  to  the  rooms. 

Para  12  No  cistern  for  the  supply  of  water  to  the  rooms  shall  be  in  direct 
communication  with  or  discharge  directly  into  a sanitary  convenience, 
and  there  shall  not  be  within  the  room  any  outlet  for  the  ventilation  of 
a drain,  nor  any  inlet  into  any  soil  water  drain  unless  approved  by  the 
Sanitary  Inspector. 

Para  13  All  food  of  a type  liable  to  contamination,  by  dust,  dirt,  animals, 
flies,  etc.,  must  be  suitably  protected,  not  be  handled  unnecessarily, 
and  when  sold  shall  be  wrapped  in  clean  hygienic  wrappers. 

Para  14  Persons  handling  food  liable  to  contamination  must  wear  a suitable 
clean  and  washable  type  of  head  covering  and  overall. 

Para  15  Personal  clothing  of  employees  not  worn  whilst  working  must  not 
be  kept  in  a room  where  food  is  being  prepared,  stored,  or  sold,  except 
in  a cupboard  provided  for  the  purpose. 

Para  ''6  Members  of  the  will  ensure 

that  all  food  sold  is  clean,  wholesome,  and  in  all  respects  fit  for  human 
consumption. 

Para  17  The  premises  shall  be  kept  free  from  infestation  by  rats,  mice, 
beetles,  flies,  and  any  other  vermin  and/or  insects, 

Para  18  Employers  shall  take  all  reasonable  precautions  to  prevent  food 
becoming  contaminated  by  any  member  of  their  staff  suffering  from,  or 
having  been  in  contact  with  any  infectious  disease,  or  condition  liable 
to  cause  contamination.  The  employer  shall  immediately  notify  the 
Health  Department  of  any  case  of  notifiable  disease, 

Para  19  Employers  shall,  having  provided  all  reasonable  facilities  for  the 
personal  cleanliness  of  employees,  encourage,  and  as  far  as  possible 
ensure  that  all  persons  employed  in  the  preparation,  distribution,  and 
handling  of  food,  comply  with  the  rules  relating  to  employees. 

Para  20  A copy  of  this  Code  of  Practice  shall  be  exhibited  on  the  premises 
for  the  information  of  all  concerned  in  the  handling  or  distribution  of 
food. 

N.B.  - The  conditions  contained  in  this  Code  are  without  prejudice 
to  any  statutory  requirements  that  may  from  time  to  time 
be  in  force. 


EMPLOYEES. 

(1)  Employees  must  see  that  a high  standard  af  personal  cleanliness  is 
maintained  in  regard  to  the  following  : — 

(a1  Hands  and  finger  nails  shall  be  scrubbed  clean  before  commencing 
work  and  after  every  visit  to  a sanitary  convenience,  and  as  often  as 
necessary. 

(6)  Overalls  and  head  coverings,  must  be  changed  as  frequently  as 
necessary  to  maintain  a clean  appearance. 

(c)  Smoking  during  preparation,  handling  and  distribution  of  unpro- 
tected food  is  prohibited, 

(2)  Premises,  fixtures,  fittings,  etc.,  including  vehicles,  for  which  the  individual 
employee  is  responsible,  must  be  kept  clean. 

(3)  Employees  must  undertake  to  do  everythinp;  possible  to  support  the  efforts 
of  employers  in  preparing,  handling  and  distributing  food  in  a thoroughly 
clean  and  hygienic  manner. 

(4l  Employees  must  immediately  notify  their  employer  if  suffering  from,  or 
having  been  in  contact  with  a notifiable  disease  or  other  condition  liable  to 
cause  contamination  of  food. 

SUPPLEMENT. 

BUTCHERS: 

^l)  Cooked  foods,  together  with  the  equipment  associated  with  their  prepara- 
tion. storage,  and  distribution,  are  to  be  kept  separate  from  uncooked  foods 
and  equipment  associated  therewith. 

(2)  Xo-sawdust  or  similar  material  to  be  used  for  floor  covering. 

(3l  Adequate  cold  storage  shall  be  provided. 

BAKEHOUSES: 

(1)  All  flour  used  to  be  efficiently  sifted  immediately  prior  to  use  so  as  to 
exclude  all  extraneous  material. 

DAIRIES  : 

.1)  .Ml  damaged  or  otherwise  unsuitable  containers  must  be  withdrawn  from 
use. 

(2)  Milk  during  all  stages  of  collection  and  distribution  shall  be  protected  from 
circumstances  likely  to  cause  contamination  and  undue  deterioration. 

(31  Milk  containers  shall  be  protected  from  contamination  during  all  stages  of 
collection  and  distribution. 

FISH  TRADERS: 

' ll  All  emptied  fish  boxes  shall  be  thoroughly  cleansed  and  protected  against 
contamination. 

f2)  All  frying  ranges  shall  be  constructed  and  installed  in  such  a manner  as 
will  enable  them  to  be  thoroughly  and  efficiently  cleansed. 

(31  Cooked  Foods,  together  with  the  equipment  associated  with  their  prepara- 
tion. storage  and  distribution,  are  to  be  kept  separate  from  uncooked  foods, 
and  equipment  associated  therewith . 

14)  Adequate  cold  storage  accommodation  shall  be  provided. 

o)  The  drainage  of  the  premises,  including  floors,  display  slabs,  etc.,  shall  be 
to  the  satisfaction  of  the  local  authority. 

GROCERS  AND  GENERAL  STORES: 

1;  No  sawdust  or  similar  material  to  be  used  for  floor  covering. 
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SURVEY. 


in  vic\7  of  tlio  trcncnclous  nncunt  of  ticic  nliich  v.c  ulcL 
bo  rcQuircR  to  nnko  o.  full  survey  ’/Itii  detailed  lists  of  defects, 


scliedules  cf  uork  required  and  assc^ssnents  of  tlieir  costs;  this 
survey  has  been  confined  to  a preli.iinary  inspection.  The 
nain  features  of  the  dv.'ollinc  have  boon  notod,'^  number  of  persons  in' 
house;  number  of  rooms;  the  essential  facilities  or  their  omission; 
and  the  structural  condition  and  General  state  of  repairs  of  t he 
build  iiiGS, 

The  ’ Counc  illlouso  • has  been  taken  as  the  stoaidard  for  the 
house  ”in  all  respects  fit  for  habitation".  This  standard  nay  bo 
considered  to  be  too  liiG’h,  omd  in  comparisQH  with  the  onforcoahlo 
loGo.l  stand'ord  house  it  is  hiGh,  but  there  is  nothiiiG  in  the  standard 
house  v.’hich  is  nofneo,:  considered  as  roasona.blo  and  necessary  for 
decent  family  life.  In  the  Manual  on  Unfit  Houses  issued  by  the  Ministry 
of  Health  in  1919?  Ihe  standard 'for  a fit  house  was;- 

‘‘A  fit  house  shiould  be;- 


ti) 
(ii ) 
(iii  ) 


(iv) 

(v)  ■ 

(vi) 

(vii ) 
(viii ) 


Hrec'  fr 

em  soricu 

s da 

,mpnc 

S S J 

Satisf a 

ctory  liG 

hted 

and 

vontil 

a tod; 

Propcrl 

y drained 

and 

provided  \7. 

ith  o.dcquo.to  sa 

nit ary 

c 0 nv  c n i c nc  0 s and 

O' it 

h a 

sink  cii 

d suitable  arra 

iiG  orient  s 

for  the 

d i s po  s al 

of 

slop 

'mat  or; 

In  G--1 

General  ; 

repo. 

ir ; 

and  s,h 

ould  ho. VC  : - 

)f  170.  tor; 


Adequate  uashinG  accommodation; 


Adequate  facilities  for  proparirm: 
A well  ventilated  food  store. 


nd''ccokinG  food;  and 


The  HousiiiG  Act,  1936  docs  not  define  a fit  house  but  Section 
^8  (4)  provides 


"In  detconininG  for  the  purposes  of  this  Act  r,h  other  ^ 
a house  is  fit  for  hui.a.n  habitation  rcG'ard  shall  be  had  to  the  ontont," 
if  any,  to  ih  ich  by  reason  of  disrepair  or  sanita^ry  defects  the 
house  fall  short  of  the  provisions  of  ary  byolaiTs  in  operation  in  the 
district  or  of  any  enactment  in  any  bocal  dot  in  operation  in  the 
District  dealiiTG  vith  the  construction  and  drainago  of  now  buildings  and 
the  laying-out  and  construction  of  new  stroots  of  of  the  general  standarc 
of  housing  accommodation  for  working  olasces  In  the  Dlsti'icf*, 


The  standards  of  Witness  for  Habitation  Sub-Committee 


of  the  Central  IIcusinG  Advisory  Committee  have  recommended  that  a 
HarGct’  stomdard  be  adopted  to  bo  subject  to  the  limitations  of  the 
partivular  house,  and  the  availability  of  services,  ’ This  standard 
compares  favourably  ivith  that  of  the  ^Council  House 


rt  mill  be  seen  that  the  ’LcGal  Standard’  is  a minimum 
t-h-'-’of  standard  mould  only  be  enforceable  viicrc 

the  provisions  of  the  Heusi nG 


uL.r 

aopli co.tien  for  Qrcut  aid  i 
let,  1949  recently,  mo.de  haw 
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has  been  co.  nfined  to  dmclliiiGS  "suitoblc  for 
occupation  by  pemsens  of  the  morkinG  classes".  This  has  boon 

interpreted  as.  mcaninG  those  houses  mith  a Rateable  Value  of  £sO  or 
1-ss.  MOT-  Under  iho  EcusiiiG  Act,  1949  the  limitation  cf  the 
orctc-ctio;i  of  the  HousinG  Acts  to  such  olc.si 


;sci 


has  been,  in  General, 
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nAi’4  FROM  s::rvey: 


Catogory  1. 
« 2. 


" 4o 

" 5. 

v.^ater  SuDply . 


Drainage » 


Total  housoQ  in  Dictrict  1765. 


Hou'’-es  includec\  In  Survey. 

Houses  in  all  la.-rijects  fit. 

1496. 

534 

35‘7? 

Houses  to  standard  save  for  minor 
ropairp  and/or  provision  of 
bathroom,  H.  & C.  Supply. 

269 

18  *0?^ 

Houses  below  .jtandard  in  facilities 
and  requiring  slteration  or  amendment 
to  attain  facilities  standax-’d. 

208 

13*9?’ 

Houses  worth  y of  reconditioning  to 
attain  standard  in  all  respects. 

302 

20  •2^5 

Should  be  condemned. 

183 

12*9^0 

(a)  on  tap  in  house 

1127 

75-3% 

(b)  by  standpipe 

327 

21  *9% 

(c)  from  springs  or  other  sources 

42 

2»Qfo 

(a)  Connected  to  cwwer 

882 

58'9/^> 

(b)  Treated  by  septic  tank 

215 

1A.A% 

(c)  No  proper  arrangements 

399 

26-7^ 

OVERCROWDED 

19 

1-3/. 

Houses  shared  by  2 or  more  families. 

17 

1^2fo 

The  Survey  has  chown  that  over  of  the  houcee  require  repair 
or  reconditioning.  Thic  procentG  a problem  which  can  ri.ot  be  dealt 
v/ith  on  a large  ccale  owing  to  the  chortage  of  available  labour  and 
materialG  and  the  need  to  precG  on  with  the  bui?_ding  of  new  houceo* 


The  alternative  of  bringing  a largo  number  of  houncG  up  to 
the  minimum  rtand.ird  or  a.  Gmc..,'!;  number  to  the  maximum  ctandard  will, 
precont  itoelf.  An  anovjor  t^'  thin  would  be  to  adopt  the  former 
plan  where  nuc.h  work  could,  be  carried  cut  an  part  of  a complete  ocheme 
of  rccond.it ioning . For  example,  tb':'  building  could  be  treated  for 
dcampnoGG,  ropalrG  done  to  roof n , , wallG , and  joinery,  H & C.  v/ater, 

GinkG  and  .drainage  provided  and  the  conntruotion  of  bathreomG  and 
additional  bodroomo  ( if -iLiGoded)  left,  over -until  labour  wan  available 
for  thin  larger  tank. 

By  far  the  moot  'importaht  tank  in  tO  deal  with  dampnens  ac 
thin  io  the  greateot  ningle  cause  of  illhealth  and  discomfort.  So 
few  of  the  older  houses  are  provided  with  dampeourseG  and  most  have 
stone  floors.  The  provision  of  d.amp-breof  courses  will  generally 
be  prohibitively  expensive,  and  recourse  will  have  to  be  haa  to  other 
methods.  G-cneraliy,  to  excavate  banked  earth  against  house  wal?.05 
prov^d.e  walls  and  under  floors  vrith  adequate  vent  ila,t  ion,  and  plaster 
interior  walls  vrith  a water  rcpollant  will  ef '"ect  -a  cure. 

Of  the  houses  in  Category  many  can  bo  occupied,  for  a number 
of  years  vrithout  undue  inccnvenicncc  to  the  eecupants.  Seme  m.ay 

be  repaired  by  their  Ov/ners  at  uneccnom.ic  expense.  a few  will 
on  Oiblic  health  grounds  require  to  be  deal  with  at  the  earliest 
opportunity.  Some  allovr.Anco  fer  these  may  have  to  be  made  in  the 
Council’  ■;  using  Pregi-ammc. 


From  the  foregoing,  it  v/ould  seem  that,  to  proceed 
immsdiat'jly  with  a detailed  survey  would  not  serve  i.mch  useful  purpose. 
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INEVilLNNCB  ON  AND 
DISEi'S 

CONTE  01, 
E DUPTTN 

OTER  INNECTIOFS  & O^iHLR 

L ,19. 

Dll  ring 

the  year 

130  cases  of  Infectious  Disc 

were  notified:- 

Chi eke np ox 

69 

Pneumonia 

« 7 

Vhioocing  Cough  - 

29 

Scarlet  Eoyer 

« 4 

Mciasios. 

17 

Tuberculosis 

4 

Tho  '^cst  prevalent  ^nfo 

ctious  Disease  in  tho  Rural 

District 

during  tiio  yoar  vjas  CiiiickorL'pox  which  appeared  in  opidoniio  form 
in  the  Scahouses  and  North  Sunderland  a.roas  in  Jojirary,  and 
continued  during  Nobruary  and  ^'^arch.  Children  v/ere  the  chief 

sufferers#  Simultaneously  iLho_qp^jni£  occurred  among  children 

in  the  Bedford  area  where  there  v/as  a minor  epidemic# 

Measles,  and  Scarlet  i'evor  occurred  sporadically  jbhrougout  the 
District  during  the  yoar,  but  did  not  assume  epidemic  propoertions. 
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